A '_m 1325 Soi0i Off Avenue 

P.0.B«50« 

.cwjagBssss 


mtswus 

ER 



DOE 0727,JOHN 

8560-81 PS (Rev. 11/11) (FO) 


ER-MK.ED 


Confidendal Permanent MecHcal Record 


faSTVCTERMTUia 

cgocRiPirrMS 























































Avefs McKennan Hospital 
Patient; MYESafilCHARD DALE 

M/25 

Acct ■■■■ 

Adm: 01/16/19 Dsdi: 01/16/19 
Loc: MKED Rm: Ststus: DEP S? 
Amending: 


VITAL SIGNS: Full arrest. Please refer to EMR. 

GENERAL: Thts Is 8 cold 25-year-o4d male patient in fuB arrest 
SKIN: Cold. Scattered bruising. 

HEENT: Head demonstrates a fimtal bruise that appears nonacute, but this Is urxdear. Pupils are 4 mm 
and fixed, i gel ie currently In place with dark oral secretions 

CARDIOVASCULAR: Initially, patient is in fine V. fib. He is refractory to multiple shocks and medications 
Eventualty patient goes into asystde. 

LU NG S: Coarse cracM es bi laterall y. On reex am inatlon several hours later, crackles are softer. 

ABDOMEN Soft, mildly dlst&)dedur4ll decompressed wthOG. 

EXTREMITIES: ColcL wini scattered bruising. 

NEURO: Patient has a No further teetir^ able to be performed. Patient apparently had some 

minimal signs of life prior to EMS contact, and he "moved an arm* at the time. No sigrts of life since arrival 
to the ED. 

VASCULAR: No palpable pulses, unless CPR. 

PSYCH; Unable to obtain. 

ED Course 

Diagnostics & Therapeutics 


Laboratory (Last Results) 



Test 1 

1/16/19 

1010 

RangofUnita 

1 

Redsirie Sndiiim j 

146 

13ft.14A mmoM 


Bedside Potassium ~l 

27 

3 5^9 


Bedade CNonde 1 

102 

96-107 mmci/l 


Bedside Total C02 ^ 

24" 

20-29 mffiOl/L 


Rednde Blood Urea Nttrooen i 

<3 

8-26 mfl/dL 


Bedside Crealinme 1 

11 

05-1.2 mtfdL 


Bedside Glucose 1 

362 

7a99 mn/dL 


Bedside Whole Blood ionized ' 
Calcium 

1.20 

1.12-1.32 

mmoW 


Labs raviewed: Yes 
Medical Decision Making 


Meditech report ID numi 


•acuity: MCK/MR 


Signed 
Copy 
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EMERGENCY ROOM VISIT NOTES 


Avera^ 

McKennan Hospibii 
and University Heatth Center 
1325 South Cliff Avenue 
Sioux Falls, SD 57105 
P#; 605-322-8(X)0 

OPERATIVE REPORT 


DATE OF SERVICE: 

01/16/2019 

PREOPERATIVE DIAGNOSIS: 

Found down, being coded with severe hypothermia. 

POSTOPERATIVE DIAGNOSIS: 

Found down, being coded with severe hypothermia. 

PROCEDURE; 

Right common femoral vein central access with a Zoe catheter for rewarming. 

DESCRIPTION OF PROCEDURE: 

Patient's right groin was prepped and draped. Needle was inserted in the common vein. Wire 
was passed. The warming catheter is placed to the hub and sutured in place and flushed. He 
tolerated the procedure well. 


Patie nt MYERS.R ICHARD DALE 
DOB^^^^|j£25 

Adm: 01/16/19 Dsch: 01/16/19 
Loc; MK.ED Rm; Status: DEP ER 
Attending; 


cc: Nipe,Matthew MD; Tha6mert,Bradley C MD, FACS 
D: 01/16/19 1143 Thaemert.Bradley C MD, FACS 
T: 01/16/191355 NO 


Bradley C Thaemert MD, FACS 
SURGERY 

SURG INSTITUTE OF SOUTH DAKOTA 


Meditech report ID number: 



Facility: MCK/MR 


Signed 
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